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Patient Safety 


Hospital Acquired Conditions 

Falls with Injury Pressure Injury (Stage III £ IV) 



I 


2 2 2 ^2 2 


Oct-l? Jan-18 Apr-18 Jul-lS 0c±-18 


Hospital Acquired Infections 
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SIR (Standardized I nfettion Ratio) is a summary measure which compares the actual number of 
Healthcare Associated Infections (HAI) in a facility with the baseline data for standard population. 
SIR >1.0 indicates more HAIs were observed than predicted, conversely SIR of < 1.0 indicates that 
fewer HAIs were observed that predicted. 
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